Table 23. - Weber Basin Center - total expenditures and costs, 1978-82

Expenditures and costs
					
Year
	Operation and
	Vocational skil
	Is  Capital
	Union
	Total


	maintenance
	training I/
	
	salaries
	

1978
	1,423,500
	212,800
	2/ 459,700
	244,700
	2,340,700

1979
	1,589,000
	212,800
	33,200
	279,000
	2,114,000

1980
	1,618,400
	212,800
	39,000
	326,200
	2,196,400

1981
	1,979,300
	212,800
	84,000
	359,700
	2,635,800

1982
	2,166,800
	212,800
	33,400
	380,000
	2,793,000

If Although this represents the amount budgeted for the VST program each year,
the actual VST costs may vary somewhat from this amount on a year-to-year basis.
2/ Weber Basin was among a number of centers receiving additional funds in
T978 for the purchase of office furniture, supplies, and equipment.

Operation and maintenance costs represented nearly 78 percent of the
total costs and expenditures for the Weber Basin Center in 1982.    Staff
salaries and travel and training costs make up nearly 50 percent of the
annual operation and maintenance costs, followed by enrol lee expenses
with 25 percent, work project expenses with 15 percent, and the remaining
10 percent going principally for the operation and maintenance of the
center facility and motor vehicles.

Based on analysis of personnel wages and salaries in 1971, those of guidance
and counseling personnel comprised nearly 35 percent of the total wages and
salaries at the center, followed by managerial and support personnel with
25 percent, work project personnel with 18 percent, educational program
personnel with 14 percent, vocational program personnel with 5 percent,
medical and dental program personnel with 2 percent, and recreation program
personnel with approximately 1 percent.

Subsistence, clothing, and medical and dental services comprised nearly

80 percent of total enrollee expenses, followed in order by enrol lee expenses

for transportation, recreation, and educational and vocational supplies.

Work project expenses include purchase of work project supplies and materials,
union contract costs, and operation and maintenance of work project equipment.
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